144th KY Derby Future Wager 2017-18 
Pool 4/ Race 4 
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20180408 KDFW Pool 4 Final Odds and Will Pays.xlsx Race 4 DFW 4-08-18 


Horse Name 
Audible 
Bolt d'Oro 
Bravazo 
Combatant 
Enticed 
Flameaway 


Free Drop Billy 


Good Magic 
Gronkowski 
Hofburg 


Instilled Regard 


Justify 
Lone Sailor 


Magnum Moon 
Mendelssohn 


Mississippi 


My Boy Jack 


Noble Indy 


Promises Fulfilled 


Quip 


Runaway Ghost 


Solomini 
Title Ready 


Mutuel Field (All Others) 
Final $ odds based on $1 payoffs 
Pool Total: $ 


Final ODDS 


ODDS 
7 


99 
17 


Gross Win Pool 


33,377.86 
26,473.06 
4,198.60 
4,121.54 
9,847.44 
6,380.46 
5,790.98 
26,904.30 
4,487.56 
11,664.42 
2,651.58 
66,188.72 
3,508.58 
27,976.40 
44,068.88 
0.00 
9,694.58 
8,655.36 
2,812.08 
8,632.86 
5,104.74 
10,389.56 
974.80 
15,131.78 


339,036.14 


Final Day 
4/8/2018 


Final $ Odds 
7.30 
9.50 

65.60 
66.80 
27.40 
42.80 
47.20 
9.30 
61.30 
22.90 
104.40 
3.20 
78.70 
8.90 
5.30 

SCR 

27.80 
31.30 
98.40 
31.40 
53.70 
25.90 
285.90 
17.40 


Merged Exacta Pool Total 
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$ 


$2 Payoff 

16.60 
21.00 
133.20 
135.60 
56.80 
87.60 
96.40 
20.60 
124.60 
47.80 
210.80 
8.40 
159.40 
19.80 
12.60 
2.00 
57.60 
64.60 
198.80 
64.80 
109.40 
53.80 
573.80 
36.80 


203,973.76 
543,009.90 


